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BARNOLDSWICK  ' 
URBAN  DISTRICT  COUNCIL 


jfrtnua!  Report  of  the  JYledical  Officer  of  Jpealth 
for  the  l/ear  191b-. 


Area  2120  Acres  ; Rateable  Value  (1914)  £42849. 
Inhabited  Houses  (1914)  2560. 


To  the  Chairman  and  Members  of  the  Council. 
Gentlemen, 

I have  again  the  honour  of  presenting  to  you  my  Annual 
Report.  There  has  been  a steady  growth  in  the  town  during 
the  past  year  Building  has  gone  on  steadily  up  to  the  latter 
part  of  the  year  when  it  has  to  a certain  extent  slackened 
owing  to  the  difficulty  experienced  in  getting  material.  There 
is  no  doubt  however,  when  things  become  normal  again,  it  will 
revive.  It  seems  to  me  to  be  a great  pity  that  the  Coates 
Township  did  not  come  to  an  agreement  whereby  it  could  have 
been  included  in  the  Barnoldswick  Urban  Area,  as  it  is 
essentially  part  of  us,  joining  immediately  to  us,  partly 
sewered  as  we  are,  deriving  its  gas  supply  from  us,  also  water 
supply.  Then  the  industry  is  the  same,  with  works  partly 
built  in  our  area  and  partly  in  theirs,  the  bulk  of  the  work- 
people being  derived  from  Barnoldswick. 

During  the  year  plans  for  170  houses  were  presented  ; the 
actual  number  completed  was  128. 
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Sanitary  Conditions  and  Progress. — Water  Supply. — 
The  town  has  at  last  got  within  measurable  distance  of  having 
an  adequate  water  supply.  We  have  felt  the  deficiency  very 
severely  this  past  year,  most  of  the  time  we  have  been  limited 
for  water  to  cleanse  and  swill  with,  and  I regret  to  say  that 
often  the  stuff-  served  up  as  drinking  water  was  both  filthy  and 
in  my  opinion  unfit  for  consumption,  and  one  cannot  but  con- 
gratulate the  people  on  their  great  patience.  In  addition  to 
the  supply  to  be  derived  from  the  new  bore  hole,  the  Council 
are  promoting  a Bill  in  Parliament  for  the  purpose  of  acquiring 
land,  etc.,  at  Elslack  Moor  for  water  purposes.  Should  this 
scheme  mature  the  town  will  be  well  supplied  for  many  years  to 
come,  allowing  for  a big  increase  in  population. 

The  little  reservoir  at  the  water  works  is  not  yet  covered  in 
The  Council  should  proceed  with  this  work  as  soon  as  possible. 

At  the  end  will  be  found  a full  report  of  the  existing  water 
supply  by  Mr.  Thompson,  Water  Manager. 

Drainage  and  Sewage.  —The  town  has  a complete  system 
of  drainage  with  the  exception  of  the  Tubber  Hill  district, 
including  Lane  Bottom  and  Gillions.  It  was  the  intention  of 
the  Council  to  provide  for  the  above  district,  but  for  some 
reason  or  other  they  have  not  done  so. 

To  meet  the  growth  of  the  town  two  large  new  filters  have 
been  put  down  ; also  the  size  of  the  humus  tanks  has  been 
doubled.  These  are  now  working  satisfactorily.  The  effluent 
from  the  works  is  good.  The  scavenging  proper  is  carried  out 
in  a satisfactory  manner.  There  is  a patent  dust  manipulator 
at  the  Sewage  farm  ; I doubt  the  Council  will  find  it  insufficient 
for  the  purpose  and  too  expensive  in  the  working. 

A list  of  sanitary  conveniences  will  be  found  at  the  end. 

- 

There  is  very  little  improvement  in  our  main  thoroughfares. 

I have  travelled  about  a good  deal,  but  I really  don’t  know  a 
place  of  this  size  where  they  are  worse.  The  Council  really 
ought  to  realize  we  are  no  longer  a village  and  bestir  them- 
selves, so  that  better  conditions  may  obtain.  Again  the 
interests  of  the  town  cry  out  very  loudly  for  a better  outlet — 
were  that  long  felt  want  supplied  I have  no  hesitation  in  saying 
this  place  would  develop  by  leaps  and  bounds. 
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Private  Streets  Works  Act. — Again  this  year  no  streets 
have  been  paved,  many  require  attention  urgently.  The 
back  courts  are  in  much  the  same  condition.  It  is  contem- 
plated paving  the  streets  on  the  Grimestoops  estate  where  they 
are  well-nigh  impassable. 

Public  Enquiries. — On  April  21st,  1914,  F.  H.Tullock,  Esq., 
held  an  enquiry  respecting  loans  for  ^2967  for  public  road 
improvements,  and  in  August  the  same  gentleman  held  another 
inquiry  respecting  a loan  of  ^£4745  for  private  streets  work. 

On  December  30th,  E.  Dudley,  Esq.,  held  one  respecting  a 
loan  for  ^"6594,  also  for  private  streets  work. 

Bye-laws,  &c. — The  Council  adopted  the  model  bye-laws, 
with  certain  modifications,  with  respect  to  “ New  Streets  and 
Buildings,”  “Slaughter  Houses,”  “ Common  Lodging  Houses,” 
and  “ Nuisances,”  and  those  were  sanctioned  by  the  Local 
Government  Board,  August  25th,  1891.  It  has  also  adopted  a 
form  of  regulation  under  “ The  Dairies,  Cow-sheds,  and  Milk- 
shops  Order,  1885,”  and  these  were  sealed  August  5th,  1891. 
Bye-laws  relating  to  offensive  trades  have  been  adopted, 
received  sanction  on  August  30th,  1901. 

Acts  of  Parliament  Adopted. — “The  Infectious  Diseases 
(Notification)  Act,  1889,”  and  “The  Infectious  Diseases 
(Prevention)  Act,  1890,”  were  adopted  in  April,  and  came  into 
force  on  May  21st,  1895.  Parts  III  and  IV.  of  “The  Public 
Health  Acts  (Amendment  Act  1890)  ” were  adopted  ; Part  IV. 
came  into  operation  on  January  13th,  1896.  “The  Private 
Streets  Works  Act,  1892,”  was  adopted  October  23rd,  and 
came  into  force  on  November  25th,  1895.  On  February  15th, 
1911,  sec.  86  of  “The  Public  Health  Amendment  Act,  1907,” 
was  adopted.  Parts  II.,  IV.,  V.  and  VI.,  also  certain  sections 
comprised  in  parts  III.  and  X of  “ The  Public  Health  Amend- 
ment Act,  1907,”  came  into  force  May  7th,  1914. 

Population. — The  population  at  the  census  in  1911  was 
9,703.  I estimate  the  number  for  the  middle  year  at  12,000. 

Births. — The  total  Births  registered  during  the  year  were 
260  (males  127,  females  133).  This  gives  a birth  rate  of  22'2 
against  20  T last  year. 

Deaths. — The  number  of  Deaths  returned  in  the  Urban 
District  was  122  ; to  these  must  be  added  14  transferred  from 


6 


other  districts,  being  residents  who  have  died  beyond  the  area, 
making  a total  of  136  (males  67,  females  69)  which  gives  a 
death  rate  of  11 '6,  against  13*1  last  year.  The  still  births  for  the 
year  are  16,  compared  with  12  last  year. 

There  were  23  deaths  under  one  year  of  age,  which  gives  an 
infant  mortality  of  88,  compared  with  134  last  year. 

“The  Notification  of  Births  Act,  ly07,”  was  adopted  by  the 
West  Riding  County  Council  during  the  year,  and  applies  to 
the  whole  atea.  During  the  latter  part  of  the  year  they  appointed 
a nurse  under  it.  She  has  done  good  work,  but  to  my  mind  it 
is  impossible  for  her  to  do  the  work  as  it  ought  to  be  done,  seeing 
that  she  has  Barnoldswick  Urban.  Earby  Urban,  and  outlying 
districts, having  a population  of  well  over  20,000,  and  on  the  top  of 
this  she  fulfills  the  duties  of  school  nurse.  There  is  ample  work 
for  a seperate  nurse  in  our  own  area. 

Pulmonary  Tuberculosis. — Nineteen  cases  of  this  disease 
were  reported  during  the  year,  against  33  last.  Eight  deaths 
were  returned  as  due  to  it,  being  equal  to  a rate  of  58  per  1,000 
deaths,  compared  with  65  last  year. 

In  every  case  the  premises  are  inspected,  advice  given  and 
printed  cards  left.  In  all  cases  where  the  patient  has  been 
removed  to  a Sanatorium,  or  when  they  have  died,  the  rooms 
and  bedding  have  been  thoroughly  disinfected.  The  Dispensary 
here  is  well  attended  and  people  are  beginning  to  realise  that 
to  have  consumption  is  not  tantamount  to  being  condemned  to 
die.  I tried  to  bring  home  to  the  weavers  last  year  the  necessity 
of  disinfecting  their  shuttles  regularly.  In  some  cases  it  is  done, 
in  many  not.  It  is,  I suppose,  the  old  adage  repeated, 
“Familiarity  breeds  comtempt,”  hence  they  neglect  a thing  which 
is  a duty  to  themselves  and  the  community  at  large. 

There  is  a table  at  the  end  showing  the  cases  which  were 
reported  during  the  year  under  “ The  Infectious  Diseases 
(Notification)  Act,’’  classified  under  their  respective  heads, 
giving  the  numbers  at  the  various  ages  at  which  they  occurred. 
Excluding  those  due  to  tuberculosis,  there  are  37  cases,  against 
46  last  year. 

Diphtheria — Last  year  we  had  a considerable  epidemic  of 
this  disease.  Most  of  the  eleven  cases  notified  occurred  during 
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the  first  three  months  of  the  year  and  appeared  to  be  the  tail 
end  of  the  epidemic.  There  was  one  death. 

Diarrhcea. — We  had  very  little  diarrhoea  during  the  year 
and  only  one  death  was  attributed  to  it. 

Scarlet  Fever. — Twelve  cases  of  Scarlet  Fever  were 
notified  occurring  in  ten  houses.  The  Patients  were  all  removed 
to  the  Isolation  Hospital  where  they  were  treated  by  inunction 
and  usually  discharged  at  the  end  of  fourteen  days.  After 
discharge  the  children  mixed  freely  wiih  the  other  members 
of  the  family.  We  had  no  return  cases.  When  the  Patient 
was  not  taken  in  early  the  inunction  treatment  was  not  adopted 
and  the  Patient  remained  the  full  six  weeks. 

Enteric  Fever. — Two  cases  of  this  disease  were  notified, 
one  of  which  was  traced  to  eating  shell  fish. 

Slaughter  Houses. — These  are  far  from  satisfactory,  and 
with  the  Common  Lodging  House  which  has  just  been  built 
immediately  in  front  of  them  the  position  is  not  improved. 
They  are  regularly  inspected  and  are  kept  fairly  clean. 

Noxious  Trades — There  is  one  tripe  boiler  and  one  tallow 
maker.  On  the  whole  there  has  been  very  little  nuisance 
from  them 

Cow  Sheds  and  Dairies. — These  are  in  good  order.  The 
cattle  are  not  kept  clean,  nor  are  they  groomed. 

The  Infectious  Hospital,  situated  at  Lane  Ends,  has 
proved  very  useful,  but  there  is  no  provision  for  Diphtheria. 
The  Urban  Council  has  been  approached  by  the  Earby  Urban 
Council  with  a view  to  forming  a Joint  Board  for  dealing  with 
Infectious  cases.  This  Council  would  do  well  to  seriously  con- 
sider the  matter,  as  in  the  near  future  it  will  be  necessary  to 
provide  more  accommodation. 

Housing  Act,  1909.  —The  general  class  of  cottage  houses 
here  is  good.  In  many  cases  the  supposed  roads  which  serve 
thdm  are  abominable — a standing  disgrace  to  any  community. 
For  the  life  of  me  I cannot  see  why  the  Council  don’t  insist 
on  the  streets  on  new  properties  being  properly  laid  out  and 
pitched  when  the  plans  are  presented.  I know  the  excuse 
that  “ it  is  not  the  custom  of  the  district  ” has  been  made,  but 
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it  is  time  one  woke  up  and  modernised  ones  ideas.  With 
regard  to  the  Council’s  scheme  for  providing  some  cottage 
houses  some  progress  has  been  made,  five  sites  are  receiving 
consideration,  so  most  probably  something  will  be  done  before 
long  In  spite  of  the  fact  that  there  are  over  fifty  empty 
houses  there  is  some  overcrowding,  this  is  in  a great  measure 
due  to  the  fact  that  rents  are  high  and  that  work  has  been 
none  too  good,  the  cotton  trade,  on  which  we  entirely  depend, 
having  been  very  hard  hit  by  the  war. 


Four  houses  have  been  condemned  as  unfit  for  habitation 
and  closing  orders  made. 


I append  a table  of  inspections  and  a summary  of  defects. 
INSPECTION  OF  HOUSES. 


No.  of  houses  inspected  ...  ...  ...  ...  143 

,,  inspections  ...  ...  ...  ...  ...  175 

Houses  represented  unfit  for  human  habitation  ...  4 

Closing  orders  made  ...  ...  ...  ...  ...  4 

Defects  remedied  without  closing  order  ...  ...  84 

»»  »i  after  ,,  ,,  ...  ...  — 

Closing  orders  determined  ...  ...  ...  ...  — 

Orders  to  execute  work  under  Section  15  ...  ...  138 

Works  executed  under  Section  15  ...  ...  ...  84 

Works  in  progress  ...  ...  ...  ...  ...  34 

Final  notice  to  complete  work  ...  ...  ...  ...  8 


SUMMARY  OF  DEFECTS. 


Defective  roofs  ...  ...  ...  ...  ...  ...  30 

,,  eaves  gutters  ...  ...  ...  ...  ...  12 

,,  fall  pipes  ...  ...  ...  ...  ...  37 

,,  ashpits...  ...  ...  ...  ...  ...  8 

,,  and  fixed  windows  ...  ...  ...  ...  85 

,,  and  damp  walls  ...  ...  ...  ...  34 

,,  flashing  ...  ...  ...  ...  ...  3 

,,  sink  waste  pipes  ...  ...  ...  ...  38 

,,  slopstones  ...  ...  ...  ...  ...  22 

,,  closets  ...  ...  ...  ...  ...  ...  7 

,,  floors  ...  ...  ...  ...  ...  ...  39 
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Summary  of  Defects. — Continued. 


Defective  gullies  ...  ...  ...  ...  ....  ...  7 

,,  plaster  ...  ...  ...  ...  ...  ...  35 

,,  fire  ranges  ...  ...  ...  ...  ...  23 

,,  stairs  ...  ...  ...  ...  ...  ...  14 

,,  yards  ...  ...  ...  ...  ...  ...  13 

,,  outbuildings  ...  ...  ...  ...  ...  24 

Insufficient  closets  ...  ...  ...  ...  ...  16 

,,  windows  ...  ...  ...  ...  ...  3 

Earth  against  walls  ...  ...  ...  ...  ...  3 

No  eaves  gutters  ...  ...  ...  ...  ...  ...  2 

No  fall  pipes  ...  ...  ...  ...  ...  ...  3 

Insufficient  ventilation  ...  ...  ...  ...  ...  5 

Defective  drain  ...  ...  ...  ...  ...  ...  1 


Meteorological  Returns. — Appended  is  the  rainfall  for 
the  year  taken  at  the  Hospital. 


January 

...  3-54 

July 

3*11 

February 

...  4-80 

August 

2-66 

March 

...  5-33 

September ... 

2-74 

April 

...  1 24 

October 

2-19 

May 

...  2-36 

November  ... 

5 84 

June 

...  1-57 

December  ... 

8-26 

Total  43  64  in. 

The  record  for  last  year  was  41-30  and  the  year  previous 
48'95  inches,  thus  one  will  see  in  spite  of  the  heavy  fall  in 
November  and  December  the  total  fall  is  about  an  average. 


MATTERS  WHICH  REQUIRE  THE  COUNCIL’S 

ATTENTION. 

The  Public  Roads  urgently. 

The  Private  Streets  and  Back  Courts. 

Provision  of  Cottage  Houses. 

Provision  of  more  Hospital  Accommodation 


BARNOLDSWICK 
URBAN  DISTRICT  COUNCIL. 


Inspector’s  Report 
on  the  Sanitary  Work. 


For  the  Year  ending  December  jist,  1914. 


No.  of  Premises  inspected 

372 

,,  ,,  Drains  inspected  and  cleansed  ... 

21 

,,  ,,  Water  closets  cleansed 

9 

,,  ,,  Waste-water  closets  repaired 

16 

,,  ,,  Water  closets  provided 

127 

,,  ,,  Waste-water  closets  provided 

25 

,,  ,,  Pail  closets  provided 

6 

,,  ,,  Houses  supplied  with  water 

128 

,,  ,,  Ashpits  and  Ashbins  provided  ... 

128 

,,  ,,  Ashpits  ordered  to  be  emptied  ... 

25 

,,  ,,  Smoke  records  taken 

18 

Removal  of  accumulation  of  dung 

— 

,,  ,,  stagnant  water,  or  other  refuse 

3 

Seizure  of  unsound  food  ... 

1 

Prosecutions  under  same  ... 

— 

Summonses  or  other  legal  proceedings  ... 

— 

Houses  disinfected  after  Infectious  disease 

36 

Schools  ,,  ,,  ,, 

— 

Common  lodging  houses  inspected 

1 

Premises  examined  under  the  Factory  & Workshop  Act 

63 

Bakehouses  inspected 

22 

No.  of  ashpits  emptied 

14783 

,,  ,,  ashbins  ,, 

30516 

,,  ,,  loads  of  ashes  removed 

3082 

,,  ,,  ,,  ,,  trade  refuse  removed 

549 

,,  ,,  ,,  ,,  night  soil  removed 

573 

,,  ,,  Pails  emptied 

17368 

,,  ,,  Tanks  ,,  ...  ...  ... 

120 

,,  ,,  Nuisances  reported  during  the  year 

101 

,,  ,,  ,,  abated  ,,  ,, 

95 

Tanks,  2 Domestic,  2 Factory. 


SANITARY  CONVENIENCES. 


1.  CLOSET  ACCOMMODATION. 


1914. 


No.  of  privies,  fixed  receptacles 

,,  ,,  moveable  receptacles  ... 

,,  water  closets,  fresh  water  closets 
,,  ,,  ,,  waste  water  closets 

,,  Water  closets  in  ranges  (automatic  flush) 


13 

306 

869 

1743 

155 


Total  ...  3086 


2.  CLOSET  CONVERSION. 


1914. 


Privies  : fixed  to  moveable  receptacles  ...  — 

,,  with  fixed  receptacles  to  fresh 

water  closets  ..  ...  ...  ' — 

,,  with  fixed  receptacles  to  waste 

water  closets  ...  ...  ...  — 

,,  with  moveable  receptacles  to 

fresh  water  closets  ...  ...  1 

,,  with  moveable  receptacles  to 

waste  water  closets  ...  ...  — 

Waste  water  closets  to  fresh  water  closets  ...  2 

Total  ...  3 


The  number  of  Sanitary  Conveniences  in  the  district  are  as 
follows  : — 


Ashbins  ...  ...  ...  ...  638 

Ashpits  ...  ...  ...  ...  1616 

Privy-middens  ...  ..  ...  4 

Tank  closets  ...  ...  ...  ...  9 

Pail  closets  ..  ...  ...  ...  306 

Waste-water  closets...  ...  ...  1743 

Fresh  water  closets  ...  ...  ...  869 

Latrines  ...  ...  ...  ..  155 


NEW  FOUL  SEWERS. 


Place 

oin. 

Pipes. 

6in. 

Pipes. 

M.H.s. 

Fern  Bank  Shed 

339  L.  yds 

4 

Upper  York  Street 

31  ,, 

— 

1 

Back  Park  Avenue 

44  ,, 

— 

— 

,,  Gisburn  Road  ... 

98 

— 

— 

Frederick  Street 

20  ,, 

— 

— 

,,  Federation  Street 

46  .. 

— 

— 

,,  Edmondson  Street 

40  ,. 

— 

— 

,,  West  Avenue  ... 

65  ,, 

— 

— 

,,  Bolland  Street  ... 

20 

— 

— 

,,  Manchester  Road 

55 

— 

1 

Total 

758 

— 
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SURFACE 

WATER  SEWERS. 

Place 

p?in- 

Pipes. 

6in. 

Pipes. 

M.H.s. 

Gisburn  Road 

160  L.  yds.  — 

3 

Skipton  Road 

66 

> > 

2 

Upper  York  Street 

30 

> > 

1 

Bank  Street 

150 

„ 45 

4 

Back  Park  Avenue 

44 

J » 

— 

Total 

450 

45 
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Vital  Statistics  of  Whole  District  during  1914  and  previous  years.  Barnoldswick  Urban  District. 


Nett  Deaths  belonging  to 
the  District 

At  all  Agres  j 

Rate 

13 

co  ^ ^ 

H H N CO 

116 

Number  \ 

12 

113 

107 

118 

140 

151 

136 

U nder  1 year  of  age 

Rate  per 
1000 
Nett 
Births 

11 

94 

161 

130 

140 

134 

00 

00 

Number 

10 

20 

32 

33 

29 

31 

00 

CM 

Transferable 

Deaths 

of  Resi- 
dents not 
registered 
in  the 
District 

9 

13 

8 

11 

20 

13 

NP 

•VH 

of  Non- 
residents 
registered 
in  the 
District 

8 

: : : : - 

: 

Total  Deaths 
Registered  in  the 
District 

Rate  1 

7 

106 

105 

11  08 

121 

12 

Nf 

© 

Number 

6 

100 

99 

107 

120 

138 

122 

Births 

I 

Nett 

Rate 

S 

in  § cd 

N O in  <35  © 

N IN  gj  -H  <N 

22  2 

Number 

- ^ j 

: : : : : 

CM 

Un- 

correc'd 

No. 

3 

211 

192 

253 

195 

230 

258 

Population 
estimated 
to  Middle  of 
each  year 

2 

9360 

9400 

9703 

9900 

11500 

11700 

Year 

1 

1909 

1910 

1911 

1912 

1913 

1914 

Total  Population  at  all  ages 97031  At 

Area  of  District  in  Acres  (exclusive  Total- Families  or  separate  occupiers 2150  Census  of 

of  area  covered  by  water) 2120  Acres.  Average  number  of  persons  per  house 4'5  J 191 1. 


Table  II 


Cases  of  Infectious  Disease  notified  during  the  year  1914. 
Barnoldswick  Urban  District. 


Number  of  Cases  Notified. 

Total 

Notifiable  Disease 

At  all 
Ages 

At  Ages — Years. 

Cases 

remov'd 

Under 

I 

1 to  S 

5 to  15 

15  to  25 

25  to  45 

45  to  65 

65  and 
upward. 

t°  ^ ' 
Hospit’l 

Small-pox  

... 

• 

... 

Cholera.  Plague 

... 

... 

... 

... 

Diphtheria  (including 
Membranous  Croup)  ... 

11 

•• 

4 

7 

... 

... 

... 

Erysipelas  

10 

2 

4 

1 

3 

... 

•• 

Scarlet  Fever  

12 

2 

5 

5 

... 

... 

12 

Typhus  fever  

... 

... 

... 

... 

... 

Enteric  fever  

2 

... 

1 

1 

. . . 

... 

Relapsing  fever 
Continued  fever 

... 

... 

... 

... 

Puerperal  fever 

1 

. . . 

1 

... 

... 

...  1 

Cerebro  spinal 

Meningitis 

... 

... 

... 

Poliomyelitis  

... 

... 

Ophthalmia  Neonatorum 

1 

1 

... 

... 

... 

... 

Pulmonary  Tuberculosis 

19 

1 

1 

6 

8 

3 

... 

Other  forms  of 
Tuberculosis 

5 

... 

1 

1 

3 

... 

... 

... 

Totals  ... 

61 

1 

10 

14 

17 

11 

6 

... 

12 

Isolation  Hospital — Lane  Ends,  Barnoldswick. 


Table  III 


Ganges  of,  and  Ages  at  Death  daring  the  year  1914. 
Barnoldswick  Urban  District. 


Causes  of  Death 

Nett  Deaths  at  the  subjoined  Ages  of 
“Residents"  whether  occurring  within 
or  without  the  District. 

Total  Deaths 
whether  of 
Resident  or 

1 

All 

ages 

2 

und'r 

1 

year 

3 

1 and 
und'r 

2 yrs. 

4 

2 and 
und'r 
5 yrs. 
5 

5 and 
und'r 
15  yrs 
6 

15  & 
und’r 

25  ^s 

25  & | 45  & 65  & 

und’r  und'r  up- 
45yrs65yrs  w’ds 
8 | 9 i 10 

in  institutions 
in  the  District 

11 

*11  f Certified 

All  causes  TT  , 

V Uncertified  ... 

133 

3 

23 

4 

1 

3 

6 

5 

10 

43 

39 

2 

Enteric  Fever 

Small  Pox  ... 

— 

— 

— 

— 

— 

— 

-- 

— 

— 

Measles  ’... 

2 

— 

1 

— 

1 

— 

— 

— 

— 

Scarlet  Fever 

Whooping  Cough  ... 

1 

1 

Diphtheria  and  Croup 

1 

— 

— 

— 

1 

— 

— 

— 

— 

Influenza  ... 

1 

— 

— 

— 

1 

— 

— 

— 

— 

Erysipelas  ... 

— 

Phthisis  (Pulmonary 

Tuberculosis)  . . 

8 







1 

2 

3 

2 



Tuberculous  Meningitis  ... 

1 

1 

— 

Other  Tuberculous  Diseases 

3 

1 

— 

— 

1 

— 

1 

— 

— 

Cancer,  malignant  Diseases 

14 

6 

8 

Rheumatic  Fever  ... 

Meningitis  ... 

1 

1 

Organic  Heart  Disease  ... 

14 

— 

— 

1 

1 

— 

— 

7 

5 

Bronchitis  ... 

19 

5 

— 

— 

— 

— 

— 

6 

8 

Pneumonia  (all  forms) 

9 

1 

3 

— 

— 

— 

1 

3 

1 

Other  diseases  of  respiratory 
organa  ... 

2 





1 







1 



Diarrhoea  and  Enteritis  ... 

1 

1 

— 

— 

— 

— 

— 

— 

— 

Appendicitis  and  Typhlitis 

Cirrhosis  of  Liver... 

Alcoholism... 

— 

Nephritis  and  Bright’s  Disease  ... 

9 

— 

— 

1 

— 

— 

— 

2 

6 

Puerperal  Fever  ... 

Other  accidents  and  diseases  of 
Pregnancy  and  Parturition  ... 

1 

- 







1 

__ 

_ 

Congenital  Debility  and  Mal- 
formation, including  Pre- 
mature Birth 

8 

8 

Violent  Deaths,  excluding  Suicide 

3 

— 

1 

— 

— 

2 

— 

— 

— 

Suicide 

— 

— 

— 

— 

— 

— 

— 

— 

— 

Other  Defined  Diseases  ... 

38 

4 

— 

— 

— 

1 

4 

16 

13 

Diseases  ill-defined  or  unknown 

Totals  ... 

136 

23 

5 

3 

6 

5 

10 

43 

41 

Nil 

' 


•• 


Table  IV 


Barnoldswick  Urban  District.  INFANTILE  MORTALITY  during  the  year  1914. 
Nett  Deaths  from  stated  Causes  at  various  ages  under  One  Year  of  Age. 


CAUSES  OF  DEATH 

|Under  1 week  | 

1-2  weeks 

|2-3  weeks 

|3-4  weeks 

Total  under 

1 month 

|l  -3  months 

|3-6  months 

|6-9  months  j 

9-12  months 

Total 

Deaths 

under 

1 year 

All  causes  (£er™  . 

^Uncertified 

3 

3 

4 

... 

i 

11 

3 

4 

3 

2 

Small-pox 

Chicken-pox 

Measles 

Scarlet  fever 

Whooping  Cough 

1 

1 

Diphtheria  and  Croup 

Erysipelas 

. 

Tuberculous  Meningitis  .. 

1 

1 

Abd  omin  al  T uberculosis 

1 

1 

Other  Tuberculous  Diseases 

Meningitis  ( not  Tuberculous) 

i 

1 

1 

Convulsions 

1 

1 

1 

2 

Laryngitis 

Bronchitis 

Pneumonia  (all  forms) 

1 

1 

2 

1 

2 

5 

1 

Diarrhoea 

1 

1 

Enteritis 

Gastritis 

Svohilis 

Ricketts 

Suffocation,  overlying 

Injury  at  birth  ... 

Atelectasis 

Congenital  Malformations 

Premature  birth 

1 

1 

1 

1 

1 

1 

3 

3 

Atrophy,  Debility  and  Marasmus 

Other  Causes  ... 

1 

1 

1 

1 

.. 

3 

1 

1 

1 

4 

2 

Totals  ... 

3 

3 

4 

i 

11 

3 

4 

3 

2 

23 

District  (or  Sub-Division)  of  Barnoldswick. 


Nett  Births  in  the  year 
Nett  Deaths  in  the  year 


/"legitimate,  245. 

\ illegitimate,  13- 

(legitimate  infants,  23. 
\ illegitimate  do.  nil. 


REPORT 

ON 

BARNOLDSWICK 

EXISTING  WATER  SUPPLY 


By 

J.  W.  THOMPSON, 
Engineer  & Manager. 


2nd  January,  1915. 
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BARNOLDSWICK 
URBAN  DISTRICT  COUNCIL. 
(Water  Department.) 


Gentlemen, 

f Report  on  the  existing  Works  of  Water  Supply 
by  Mr  J.  W.  Thompson,  Engineer  and  Manager , 
Barnoldswick  Urban  District  Council , and  the 
probable  additional  quantity  that  may  be  obtained 
from  the  New  Boring.  J 

In  the  compilation  of  this  Report  I have  been  indebted  to 
Reports  by  the  undernamed  gentlemen  : — 

(1)  Report  submitted  by  C.  E.  De  Ranee,  Esq.,  Assoc. 
Inst.C.E.,  F.G.S.,  F.R.G.S.,  &c.,  dated  24th  June,  1897. 

(2)  Report  and  Survey  submitted  by  R.  H.Tiddeman,  Esq., 
M.A.,  F.G.S.  (Late  H.M.  Geological  Survey),  dated 
2nd  November,  1910. 

(3)  Report  (Engineering)  submitted  by  A.  Timmins,  Esq., 
Assoc.  Inst. C.  E.,  F.G.S. , dated  27th  November,  1911. 

The  last  two  were  the  result  of  a scheme  laid  before  the  Council 
by  me  on  the  10th  April,  1910,  and  were  in  support  of  the 
proposal  to  sink  another  borehole  near  the  existing  one. 

Description  of  the  present  Works  and  others  in  course  or 
construction  : — 

Reservoir.  Dimensions  : 140  feet  long, 

50  feet  wide, 

8 feet  4 inches  deep. 
Storage  capacity  in  gallons  : 400,000, 
this  is  not  quite  equal  to  2£  days’  supply  for  the  population 
now  served. 
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Well  and  Pumps. 

The  Well  is  105  feet  deep,  the  upper  portion  to  a depth  of 
30  feet  is  lined  with  9"  Brickwork  and  has  a diameter  of  10  feet ; 
the  remaining  depth  of  75  feet  has  a diameter  of  8 feet.  The 
high  water  level  is  35  feet  from  the  Engine  House  Floor,  or 
690  feet  above  sea  level  ; when  filled  to  this  level  it  has  a 
storage  capacity  equal  to  about  6"  in  the  Reservoir,  or  24,000 
gallons.  This  level  is  only  reached  during  exceptionally  wet 
periods. 

The  two  Pumps  can  be  run  by  either  Engine,  but  are  only 
connected  to  No.  2 during  a breakdown.  The  lifting  capacity 
of  these  pumps  running  at  14 ‘5  revolutions  per  minute  equals 
17,000  gallons  per  hour  ; unfortunately,  during  a dry  period 
the  water  does  not  rise  in  sufficient  volume  to  keep  these 
running  more  than  four  hours  per  day,  with  the  result  that  not 
more  than  68,000  gallons  can  be  obtained  from  the  Well,  this 
is  not  half  of  our  present  daily  consumption. 


No.  1 Borehole  and  Pump. 

This  is  a 12^"  Borehole  sunk  to  a depth  of  503  feet  from  the 
Engine  House  Floor.  Until  2£  years  ago  the  suction  pipe  was 
placed  at  194  feet,  but  we  realised  that  unless  it  was  lowered  we 
could  not  attempt  to  keep  up  a reasonable  supply,  so  we 
lowered  it  to  264  feet  and  placed  the  centre  of  the  Working 
Barrel  234  feet  down  and  we  obtained  such  results  that  we  were 
well  satisfied  with  the  work. 

This  pump  running  at  16  5 revolutions  per  minute  raises 
6,600  gallons  per  hour,  but  during  a dry  period  we  get  as  low 
as  5,000  gallons  per  hour  or  120,000  for  the  day.  On 
comparison  with  the  Well  Pumps  this  is  52,000  more  than  can 
be  obtained  by  them,  so  that  the  greater  depth  gives  a larger 
and  more  constant  yield,  yet  owing  to  the  rapid  growth  of  the 
town  during  the  last  three  years  this  has  not  been  ample  to 
supply  the  needs  of  the  town,  without  restricting  for  various 
purposes. 

The  two  Engines  are  16  H.P.  each  and  are  well  above  their 
work. 

The  Cornish  Boiler  was  made  by  Messrs.  C.  Burell  & Sons, 
in  1890.  It  has  been  in  work  now  for  22  years,  and  during 
the  last  few  years  night  and  day.  This  completes  the  old 
works. 
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No.  2 Borehole.  (Now  Sinking.) 

On  the  2nd  of  January  of  this  year  we  had  reached  a depth 
of  866  feet,  814  of  this  18"  boring-  and  the  remainder  15"  boring 
and  we  propose  to  continue  this  to  a depth  of  not  less  than 
900  feet  or  until  we  arrive  at  the  Bowland  Shales. 

It  is  estimated  that  where  we  are  boring  that  the  Bowland 
Shales  will  be  about  650  feet  in  thickness  and  being  impervious 
to  water  will  form  an  excellent  base  to  the  underground 
Reservoir.  The  origin  of  this  additional  boring  goes  back  to 
the  earliest  times  in  the  history  of  the  undertaking  but  with 
this  difference,  we  have  acquired  valuable  information  bearing 
on  the  subject  during  the  last  twelve  years  which  was  not 
available  prior  to  our  time  for  the  following  reasons  : — 

(a)  The  Reservoir  was  leaking  badly  and  quite  40,000 
gallons  per  day  percolated  back  again  through  the 
bottom  and  would  be  pumped  over  and  over  again. 

( b ) There  was  no  system  of  checking  the  water  pumped  by 
measure. 

( c ) There  was  no  guaging  of  the  Rainfall. 

With  the  remedying  of  these  defects  we  were  in  a position 
to  inaugurate  a system  of  checking  the  actual  quantities  that 
could  be  obtained  from  the  existing  site  under  varying 
conditions  and  seasons.  In  1911  we  fixed  an  Air  Lift  at 
300  feet  from  the  surface  down  the  503  feet  Borehole  and 
when  lifting  to  its  full  capacity  of  7,000  gallons  per  hour  the 
water  level  remained  constant  at  219  feet  from  the  surface  until 
the  wet  season  set  in  when  it  rose  again  to  the  higher  levels. 

Taking  advantage  of  the  knowledge  acquired  that  by 
pumping  from  a lower  level  we  obtain  more  water  in  a given 
time,  we  propose  to  place  the  Working  Barrel  of  the  New  Pump 
at  350  feet  from  the  Engine  House  Floor,  and  from  the 
evidence  obtained  by  experience  we  shall  secure  180,000 
gallons  per  day  in  the  dryest  part  of  the  year,  or  60,000  more 
than  the  present  borehole. 

The  answer  to  the  question  what  population  will  the  New 
Borehole  supply,  depends  upon  two  factors  : — 

(a)  The  size  of  the  Reservoir  to  be  attached  to  the  Scheme 

(i b ) The  greater  the  population  the  larger  the  consumption 
per  head  for  all  purposes. 
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Taking  the  latter  first,  we  know  that  with  increase  of 
population  the  consumption  per  head  increases,  not  for 
domestic  purposes  only,  but  for  trade,  especially  is  this  proved 
in  all  industrial  centres,  and  to  take  the  present  low  rate  of 
14  gallons  for  all  purposes  is  not  a safe  guide,  because  it  is 
probably  the  lowest  in  the  United  Kingdom  for  a town  of 
something  like  12,000  (i  e. , taking  all  consumers  outside  our 
own  area  we  are  not  supplying  less  than  this  number). 

But  we  know  that  with  the  New  Borehole  we  shall  be  able  to 
supply  the  present  population  during  the  dry  period  without  any 
necessity  to  curtail  only  through  a breakdown  or  other  cause 
over  which  we  may  not  have  any  control. 

The  first  factor,  the  size  of  the  Reservoir,  can  only  be 
considered  in  connection  with  the  Elslack  Scheme  for  this 
reason, — will  it  pay  to  construct  a large  covered  reservoir  and 
pump  the  water  during  a wet  time  to  carry  us  over  the  dry 
period?  Personally,  I don’t  think  it  would,  because  the. cost 
of  such  a reservoir  would  probably  be  three  times  as  much  as 
the  Pipe  Track  from  Elslack,  and  still  the  water  would  have  to 
be  pumped  at  an  additional  cost.  There  is  a very  urgent  need 
for  another  reservoir  and  the  one  proposed  will  have  a capacity 
of  one  million  gallons,  this  with  our  present  will  increase  our 
storage  to  seven  days. 

There  is  one  thing  the  New  Borehole  will  do  that  is  vitally 
important  to  arising  town  financially,  and  that  is,  it  will  enable 
us  to  develop  the  Elslack  Scheme  by  Sections  as  the  town 
grows,  and  thus  the  burden  will  be  placed  upon  those  who 
stand  to  reap  the  greater  benefits. 

In  conclusion  I may  say  that  the  cost  of  running  the  new 
plant  will  be  reduced  about  one  half  and  that  all  existing  works 
and  mains  can  be  utilised  with  it,  and  further,  the  Distributary 
System  has  been  developed  during  recent  years  to  fit  it  with  a 
supply  at  either  a higher  or  lower  pressure. 

I beg  to  remain,  Gentlemen, 

Your  Obedient  Servant, 

J.  W.  THOMPSON, 

Engineer  & Manager. 


BARNOLDSWICK 
URBAN  DISTRICT  COUNCIL. 


REPORT 

ON  THE 

FACTORY  ACT, 


FOR  THE  YEAR  1914. 


Hnnual  IReport  of  tbe  /Ibebtcal  ©fltcer  of  Ibealtb 

FOR  THE  YEAR  1914. 

For  the  Urban  District  of  Barnoldswick,  on  the  administration  ot 
the  Factory  and  Workshop  Act,  iqoi,  in  connection  with 

Factories,  Workshops,  Workplaces  and  Homework. 


1 —INSPECTION. 

Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors 

of  Nuisances. 


Premises 

Number  of 

Inspections 

Written  Notices 

Prosecutions 

Factories 

42 

2 

Nil 

(Including  Factory  Laundries) 

Workshops  ... 

55 

3 

(Including  Workshop  Laundries) 

Workplaces... 

IO 

Nil 

> * 

Total  ... 

107 

5 

Nil 

2 —DEFECTS  FOUND. 


Number  of  Defects 

Number 

of 

Prosecut’ns 

Particulars 

Found 

Remedied 

Referred  to 
H.M. 
Inspector 

Nuisances  under  the  Public  Health  Acts  : 

Want  of  Cleanliness  ... 

Nil 

Nil 

Nil 

Nil 

Want  of  Ventilation  ... 

> » 

> > 

t 1 

> » 

Overcrowding 

1 1 

Nil 

y » 

) > 

Want  of  Drainage  of  Floors 

» 1 

1 » 

» t 

>> 

Other  Nuisances 

Nil 

Nil 

»» 

Sanitary  Accommodation  : — 

Insufficient  . . 

> 1 

»» 

>y 

Unsuitable  or  defective 

5 

4 

» ) 

Not  separate  for  sexes... 

Nil 

Nil 

>» 

1 1 

Inaccessible  for  workers 

» » 

^ > 

» t 

Offences  under  the  Factory  and  Workshop  Act  : 
Illegal  occupation  of  underground  bake- 
house (s.  101). 

Nil 

Nil 

>> 

u 

Breach  of  special  sanitary  requirements 

» » 

>> 

D 

» » 

for  bakehouses  (ss  97  to  100)  ... 

Other  Offences 

>> 

1 » 

Total 

5 

4 

Nil 

Nil 

3.— HOME  WORK.  Nil. 


4.— REGISTERED  WORKSHOPS. 


Workshops  on  the  Register  (s.  131)  at  the  end  of  the  year. 
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Bakehouses 

Dressmakers  and  Milliners 

Tailors 

Plumbers 

Cabinet  Makers  . . 

Saddlers  . . 

doggers  and  Shoemakers 

Total  number  of  workshops  on  Register 


Number 


22 

16 

8 

5 

2 

2 

10 


65 


5.— OTHER  MATTERS. 


Class. 


Number 


Matters  notified  to  H.M.  Inspector  of  Factories  : — 


Failure  to  affix  Abstract  of  the  Factory  and  Workshop  Act(s.  133) 


Nil 


Action  taken  in  matters  re- 
ferred by  H.M.  Inspector  as 
remediable  under  the  Public 
Health  Acts,  but  not  under 
the  Factory  and  Workshop 
Act  (s.  5) 


Notified  by  H.M.  Inspector.. 


Reports  (of  action  taken)  sent 
to  H M.  Inspector 


S 


4 


Other  

Underground  Bakehouses  (s.  101)  : — 
Certificates  granted  during  the  year 

In  use  at  the  end  of  the  year 


Nil 

Nil 

Nil 


H.  C.  ALDERTON, 


Feby.  15th, 


Medical  Officer  of  Health. 


